ARREARS OE RENT (IRELAND) ACT, 1882. 






ARREARS OP RENT (IRELAND) ACT, 1882. 



RETURN OF PROCEEDINGS UP TO AND INCLUDING 
THE 31st JULY, 1883. 



I— Number of Applications Received, with Number of Holdings comprised. 



Joint Applicatic 
and Ti 


ms by Landlords 
enants. 


Separate Applications by a Landlord 
or a Tenant. 


Total. 


Number of 
Applications 
received. 


Number of 
Holdings 
comprised. 


Number of 
Applications 


Number of , 

Holdings 
comprised. 1 


Number of 
Applications 
received. 


Number of 
Holdings 
comprised. 


45,911 


05,453 


40,544 


40,544 


86,455 


135,997 



II. — Estimate of Amount of Money involved in Applications. 



Grants pursuant to 


Remission of 


' Rentcliargcs 








pursuant tc 


) Section 15. 


Section 10. 


Total. 


£ a. d. 


£ 


s. d. 


£ s. d. 






17,100 

... .. 


0 0 


32,823 11 0 


810,853 11 9 



III. — Number of Holdings comprised in Applications, under Section 1 , Investigated, 
and the Result. 



Number recommended by Investigators 
to be granted. 


Number recommended by Investigators 
to be refused. 


Total Number investigated. 


Joint. 


Separate. 


Total. 


| Joint. 


Separate. 


| Total. 


Joint. 


Separate. 


Total. 


92,003 i 

. 


30,42-1 


120,327 


085 


1,712 


2,397 


93,588 


38,138 





Note.— A ppeals against Conditional Orders were lodged in 3,11-1 eases, of which 1,818 remain unheard. 



IY.— Number of Holdings comprised in Applications under Section 1, Disposed of 
or partially Disposed of. 




Number Granted. 


Number Refused. 


Total Number Inves- 
tigated. 


Amount of Rcntcbarges Cancelled. 




51 


2,402 


£ 

about 17,000 


o 


(l. 

0 



VI. — Under the 16tii Section. 

1,015 applications out of 1,090 lodged have been approved of ; 13 applications under this section have, 
up to the 31st July, been disallowed; £22,002 14s. 6tZ. have been paid in respect of 788 holdings. 

N.B. — Tile total amount paid under the 1st, 16th, and lfitli Sections is £745,017 18s. Sd. 



76, Merrion-square, Dublin, 

2 nd August, 1883. 



WM. L. MICKS, Comptroller. 
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